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ON OUR COVER... 

This oil on canvas painting WOMAN’S WORK, by the American artist John Sloan 
(1871-1951) is currently on display at The Cleveland Museum of Art. The picture, 
well-known and of highest quality, is one of 30 works of art received during 1964 
by the Museum's Department of Paintings. It may be sesn, along with nearly 175 
other 1964 Museum accessions, in the TSAR IN REVIEW exhibition in Gallery 8. 
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